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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 08389 262I26Z 
ACTION EB-07 

INFO OCT-OI ARA-10 ISO-00 COME-00 SSO-00 STR-04 SS-15 
NSCE-00 NSC-05 TRSE-00 CIAE-00 INR-07 NSAE-00 
INRE-00 OMB-01 L-03 ABF-01 /054W 

262136Z 064688 /62 

O 262120Z MAY 77 

FM AMEMBASSY MEXICO 

TO SECSTATE WASHDC IMMEDIATE 2403 

UNCLAS MEXICO 08389 


E.O. 11652: N/A 
TAGS: ETRD, MX 

SUBJECT: GSP-PETITION TO REMOVE TSUS 547.55, 

MICROSCOPIC SLIDES AND GLASSES 

REF: A) STATE 1 15528; B) STATE 1 1 1008 

1. ACCORDING TO GOM SECRETARIAT OF COMMERCE, EXPORTS TO 
U.S. FOR FIRST QUARTER 1977 IN CATEGORY 70.17 WHICH 
INCLUDES ALL LABORATORY, HYGIENIC AND PHARMACEUTICAL 
GLASSWARE WERE WORTH 4,428,015 PESOS AS COMPARED TO 
5,146,200 PESOS FOR ALL OF 1976. EXCHANGE RATE WAS 

12.50 PESOS TO THE DOLLAR UNTIL SEPTEMBER 1976, VARIED 
FROM 19.7 TO 26 FOR THE BALANCE OF THE YEAR, AND 
SETTLED AT 22.5 PESOS TO THE DOLLAR DURING MOST OF THE 
FIRST QUARTER OF 1977. SC OFFICIAL POINTED OUT THAT 
CATEGORY INCLUDES SERUM BOTTLES AND AMPOULES WHICH ARE 
EXPORTED IN LARGE QUANTITIES TO U.S. 

2. GOM CONTACTING PROBABLE EXPORTERS TO ASCERTAIN EXTENT 
OF EXPORTS OF MICROSCOPIC GLASSES AND SLIDES AS MORE 
PRECISE BREAKDOWN UNAVAILABLE FROM OFFICIAL STATISTICS. 
CALDERHEAD 
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